Declassitieg anc 


In Accordance with . 


a "ia Siaces RA 
ee : 





CLASSIFIED MESSAGE | 


pare 44 JUL 1963 


oe 









zo.6©60 : DIRECTGR 


acnore DPD €1°2<3 4 =5-6-7-g29=49) 
Imo |S /C qi — 


CLZ 
TOR’ 18527 11 JUL 1961 
a 


ee rity - 


NO NIGHT ACTION 





CORONA | 
io TELEMETERY INDICATIONS ARE THAT C PRIME INSTRUMENT Nr 


-20_ FAILED AT ‘APPROXIMATELY ORBIT NBR 22 70 2 FOOTAGE OF FILM 
' PASSED Is CALCULATED TO BE APPROXIMATELY 5400 FT. 

20 AVAILABLE TELEMETERY RECORDS ON PAss 3% INDICATE THAT NO 
VOLTAGE EXISTS ACROSS THE MAIN DRIVE MOTOR CONTROL NETWORK WHICH 
Is IN SERIES WITH THE MOTOR ARMATURE 
CASSETTE MOTOR INDICATES ON BUT CASSETTE COMMUTATOR SHOWS NO 
ROTATION WHICH INDICATES STALLED SYSTEM» ALL OTHER INSTRUs 


INDICATIONS BLANK ON REMAINING TELEMETRY CHANNELS e 
INSPECTION BY FEELING OF FIRST TWO OR THREEFEET OF RETURNED 


NOV 26 1997 


en 


So 
PAYLOAD SHOWED FILM WAS CUT BY WATER SEAL CLEANLY. SOME 


WEINKLING AND FOLDING OF FIRST WRAP CAUSED BY PUCK WAS ALSO 
FELTe UNDER THIS WRAP FILM FELT SMOOTH AND NORMALe 
he BASED UPON EXISTING MEAGER DATAs IT Is INDICATED THAT INSTRU 


SUFFERED POWER FAILURE IN THE MAIN DRIVE CIRCUIT EITHER 
tact 
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AS CAUSE OR RESULTe THIS MAY BE DUE TO BRUSH FAILURE IN MOTOR 
OR TO MALYUNCTION OF RELAY IN THE 26 VOLT UNREGULATED POWER SUPPLY 
WHICH PARALLELS CAMERA DRIVE MOTOR AND CASSETTE DRIVE MOTOR « 

IT I$ NECESSARY THAT ADDITIONAL TELEMETRY DATA FROM QR ann 
GHB st tons As wELL As ANALYSIS OF DEVELOPED FILM BE 
"AVAILABLE TO ANALIZE AND CONFIRM THESE suPPosiTions. Qe 

WILL CONTINUE ANALIZE AND ADVISE IF NEW INFO DEVELOPED< 
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